From: 

Sent: 

To: 

Subject: 

Attachments: 


Nawn, Kathleen (DPH) 

Wednesday, April 25,2012 7:48 AM 
Han, Linda (DPH); Caloggero, Dina (DPH) 

Final document- Select Agent IR Plan,SA005 2012 review and revision 
SA005 SOPv2 IncidentResponse 20120501.doc 


Dear Dr. Han- 

Please use the attached SOP SA.005 word document to do any further/future revisions and annual reviews. 

I’ve made fixes to all the pages #s, typos, headers and footers, attachments, approval signature and revision pages 
that I described to you in my email of 4/20/12. 

I printed this version and signed it as you requested. 

The collectively signed hard copy is in your in-basket (sans Jay Mitchell’s). 

This word doc is posted for you at 

Q:\RESOURCES\SARO\SAT SOP\SA005\SOP SA005\ SA005 SOPv2 IncidentResponse 20120501.doc 

Please post the scanned document on the P arid Q directories. 

Let me know if I can assist you further to prepare such documents. 

Sincerely.kathy 


From: Nawn, Kathleen (DPH) 

Sent: Friday, April 20, 2012 3:56 PM 
To: Han, Linda (DPH) 

Cc: Caloggero, Dina (DPH) 

Subject: RE: BLS Select Agent IRPIan, minor revision and 2012 annual review 
Dear Dr. Han- 

Thank you for providing me with the opportunity to view our SAP Incident Response Plan SOP 
after I brought this concern to your attention, today (4/20/12), 

I would appreciate being added to the signatories on page 38 as yourARO. 

We also discussed the appropriateness of having the RO, 2 AROs and the 3 Pis as primary 
signatories on the five SA Program SOPs along with the Division Directors. 

I've attached your draft document"... .DRAFT 061711 .doc” with the minor revisions and the 2012 annual review, 
I've made the following improvements: 

1. page 1, updated page numbers on table of contents 

2. page 38, updated the Approval Signatures to reflect 

your date 5/1/2012 of the minor revisions, listed items and the 2012 annual review 
organized the SAP officials and non-SA officials for signature 

3. page 39 updated 5/1/2012 revision listing. 

I used the e-file naming with your revision date “.20120501 .doc” 

I've posted this document and the "....DRAFT 061711 .doc" you sent me to: 

Q:\RESOURCES\SARO\SAT SOP\SA005\SOP SA005 

Please let me know, if I can assist you further. 

Sincerely.kathy 

From: Han, Linda (DPH) 

Sent: Friday, April 20, 2012 2:20 PM 
To: Nawn, Kathleen (DPH) 

Subject: FW: BLS Select Agent Incident Response Plan, annual revisions 


From: Han, Linda (DPH) 

Sent: Friday, April 13. 2012 4:33 PM 

To: Nassif, Julianne (DPH); Caloggero, Dina (DPH); Smole, Sandra (DPH); Stiles, Tracy (DPH); Gauthier, Cheryl (DPH); Hennigan, Scott (DPH); Konomi, Raimond (DPH); Mitchell, Jay 
Subject: BLS Select Agent Incident Response Plan, annual revisions 

Hi everyone: 

As you know, all Select Agent program SOPs need to be revised annually. Attached is a copy of the revised incident response plan The 3 major changes are highlighted and listed below. Most of the other changes are on the contacts list in 
attachment 1. 

e: Earthquake: fwwwifema.gov) if indoors: 

1) M:gi(Md;:t0&iCTB^^getihgtriderta;of|t|efpeefpSrni|§4; M4. Plf#PNif#slMingMdihsld MB ymf 
inside dcraerpf the buijdmg: 

2) Stay away tram |l||s^ windows, outside doors and walls, and anvdtiftg that could fall, such as lighting fixtures or furniture. 

3) Us© a doofuav tor shelter only il'it is in close proximity to you and tf\ou know it is a strongly supported, loadbcaring doorway. 

4) Stavtiiside until tire shaking: stops audit is sale to go outside. Research has shown that mo^; injuries occur when people inside buildings attempt to mm toadilTcreut location inside tire buildings icy to leave, 

5) Efe laMre $M fid elMriati' May gdbMorthb sprinkler or fire alarms my ill: M. 

6) ' 


$ training.fcma.govjY lTevaiMatioii is hdtpbssihle. find a Hide where the active sIMbteris :J^s likejxgtd find you;; 

I) Your hiding place should be out of (he active shooter \ \ low provide protection if shots arc fired in your direction <»c. an office with a closed and locked door), not trap you or restrict your options for movement, To prevent an 

jjt§ M&M |h|t|i|MM 1*1 . 

i)i, phoM aridM pagert teievtsiohsT: HcfedteMbd huge Items, (Lie ~ Remain quiet df you .cannot speak- leave 

b. Power Outage 

1) If possible, call UMMS-FM or Security at 5911. 

2) If you are in an unlighted area, proceed cautiously to an area that has lighting. Provide assistance to others in your area that may be unfamiliar with the space. 

3) If instructed to evacuate, proceed cautiously to the nearest exit. 

4) tMMm kxMX MmMM the exception of the hMmm&m mtMCM tmtmt w&fmt » timmMim®. 

5) fmMM tpm MmkmMMMM *111 Irl#lMM&i Im##™ & e mom. 

6) fl|a| ar|^(MeSlMfailte a!|iMspmids|t&is means/that there (iej pressure gerieMedjby^ falls jbelewsomK predeterniined yafu&j;. slf |h|s:hh|pt:n£ Ilfesejlj^yjfiuisowiB MlMiat&idiyjiMl 

Please take a look at the edits and let me know by next week if you have any changes to suggest. I will send a hard copy around for signature next the following week for your signatures. 

Thanks, 

Linda 


l 


Folk OIG PRR 018247 
























































